BOOKLET C2 


BLUED & CALIBER 
STAINLESS .22 Long Rifle 
STEEL 


RUGER® MARK II 


AUTOLOADING PISTOLS 
STANDARD, TARGET, GOVERNMENT TARGET, 
COMPETITION AND 22/45 MODELS 


All parts orders for the MAIRK II pistols should be sent to: Sturm, Ruger & Co., Inc., Parts Department, 200 Ruger Road, Prescott, 
AZ 86301, 520-778-6555. Payment in the form of a check, money order, Visa or MasterCard must accompany your order. Credit card 
orders must include the account number, expiration date, and whether it is a Visa or MasterCard account. We cannot comply with 
open account or C.O.D. requests. Minimum parts order is $1.00 plus a $3.50 shipping and handling charge. Order parts by part name 
and part number and include the entire serial number of the firearm for which the parts are being ordered. The price shown for parts 
does not include the minimum net labor charge of $20.00 plus $20.00 shipping and handling if parts are factory fitted. All factory fit- 
ted parts are fitted on an exchange basis only. We will not return the replaced parts. The charge for metal refinishing is $50.00 plus a 
$20.00 shipping and handling charge. Custom gunsmithing service or nonstandard alterations are NOT AVAILABLE. 


Because it is a serial-numbered component, the Automatic Pistol Barrel-Receiver Assembly is defined as a “firearm” by Federal Law 
and is not sold as a separate component. The Barrel-Receiver of the Ruger Mark II autoloading Pistol is an integrated assembly, 
therefore, the barrel alone is not available as a separate component part. 


Some parts are available in blued steel only or stainless steel only and are used on all models. A few components (for example, grip 
panels) are the same for blued and stainless models. 


Design, specifications and prices are subject to change without notice. The Sturm, Ruger & Company “LOGO” and “RUGER” are 
registered U.S. trademarks. 
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MARK II 


COMPONENT PARTS AND SUGGESTED RETAIL PRICES 
ORDER THESE PARTS FROM PRESCOTT PLANT 


Part Name 

Barrel/Receiver Assembly 
Barrel/Receiver Assembly 

Bolt Only 

Bolt Only 

Bolt Only 

Bolt Only 

Bolt Assembly, Complete, Not Illustrated 
Bolt Assembly, Complete, Not Illustrated 
Bolt Assembly, Complete, Not Illustrated 
Bolt Assembly, Complete, Not Illustrated 


Bolt Stop Assembly (See Note A on Exploded View) 
Bolt Stop Assembly (See Noite A on Exploded View) 
Bolt Stop Assembly (See Note B on Exploded View) 


Bolt Stop Pin 
Bolt Stop Pin 
Bolt Stop Pin Pivot 
Bolt Stop Pin Pivot 


Bolt Stop Plunger (See Note A on Exploded View) 
Bolt Stop Plunger (See Note A on Exploded View) 


Bolt Stop Plunger Spg 
Bolt Stop Plunger Spg 
Bolt Stop Plunger Spg 


. (See Note A on Exploded View) 
. (See Note A on Exploded View) 
. (See Note B on Exploded View) 


* i 


+ FFF 


Not Illustrated 
Bolt Stop Thumbpiece 
Bolt Stop Thumbpiece 


Cable Lock, 14”, Not Illustrated - For Ruger Pistols Only 


Case Only, Not Illustrated 

Case Only, Not Illustrated 

Disconnector Assembly 

Ejector, Not Illustrated 

Ejector, Not Illustrated 

Ejector Rivet, Not Illustrated 

Ejector Rivet, Not Illustrated 

Extractor 

Extractor Plunger 

Extractor Plunger 

Extractor Spring 

Firing Pin 

Firing Pin Stop 

Firing Pin Stop 

Front Sight, Must Be Drilled For Cross Pin 
Front Sight, Must Be Drilled For Cross Pin 
Front Sight, Must Be Drilled For Cross Pin 
Front Sight 

Front Sight 

Front Sight 

Front Sight Pin 

Front Sight Pin 

Front Sight Pin 

Front Sight Screw 

Grip Frame, Only 

Grip Frame, Only 

Grip Frame 

Grip Frame, Complete 


Part No. 


A02101 
KA02101 
AP02101 
KAP02101 
A02101-100 
KA02101-100 
AP02101-100 
KAP02101-100 
AN-37 

KA-37 

AP-37 
A00100 
KA00100 
A02602 
KA02602 
A04300 
KA04300 
A04600 
KA04600 
KAP04600 


A04700 
KA04700 
PM094 
PGC-RF 
PGC-RF10 
KA011 
A01600 
KA01600 
A02501 
KA02501 
KA02200 
A02510 
KA02510 
KA20300 
KA01300 
A03500 
KA03500 
A01500 
A01501 
AP01501 
A03601 
A03602 
A03604 
A02606 
A02607 
KA02607 
XR07600 
AN54000 
KA54000 
AP10100 
AN54000-100 


Model Price 
Mark II Models ——— 
22/45 Models ——— 
Mark II - Blued Models $ 42.50 
Mark II - Stainless Models 49.25 
22/45 - Blued Models 42.50 
22/45 - Stainless Models 50.25 
Mark II - Blued Models 51.75 
Mark Il - Stainless Models 61.50 
22/45 - Blued Models 52.25 
22/45 - Stainless Models 65.00 
Mark II - Blued Models 2.50 
Mark Il - Stainless Models 3.25 
All 22/45 Models 5.00 
Mark II & 22/45 - Blued Models 5.25 
Mark II & 22/45 - Stainless Models 6.00 
Mark II & 22/45 - Blued Models 50 
Mark II & 22/45 - Stainless Models 50 
Mark II & 22/45 - Blued Models 75 
Mark II & 22/45 - Stainless Models 1.00 
Mark II - Blued Models 50 
Mark Il - Stainless Models 50 
All 22/45 Models 50 
Mark II - Blued Models 15 
Mark II - Stainless Models 1.00 
All Mark II & 22/45 Models 6.75 
Mark II Models except 10” Bull Barrel 25.00 
Mark II Target (10” Bull Barrel Only) 30.00 
All Mark II & 22/45 Models 2.25 
Mark II & 22/45 - Blued Models 50 
Mark II & 22/45 - Stainless Models 1.25 
Mark II & 22/45 - Blued Models 50 
Mark II & 22/45 - Stainless Models 50 
All Mark II & 22/45 Models 1.00 
Mark II & 22/45 - Blued Models 15 
Mark II & 22/45 - Stainless Models 2.00 
All Mark II & 22/45 Models 50 
All Mark II & 22/45 Models 2.00 
Mark II & 22/45 - Blued Models 50 
Mark II & 22/45 - Stainless Models 50 
Mark II Standard (4” or 6” Barrel) 2.00 
Mark II Target (5 1/4” or 6 7/8” Tapered Barrel) 3.75 
22/45 (5 1/4” Tapered Barrel) SS) 
Mark II Target (10” Bull Barrel Only) 7.00 
Mark II Bull Barrel 7.00 
Mark II Competition 7.00 
Mark II Standard (4” or 6” Barrel) 50 
Mark Il Target & 22/45 - Blued Models (5 1/4” or 6 7/8” Tapered Bbl.) 50 
Mark Il Target & 22/45 - Stainless Models (5 1/4” or 6 7/8” Tapered Bbl.) .50 
Mark II & 22/45 Bull Barrel & Mark II Competition 50 
Mark II - Blued Models 79.00 
Mark II - Stainless Models 106.75 
All 22/45 Models 33.50 
Mark II Standard - Blued Models 126.25 


* Parts designated by an asterisk must be factory fitted. These parts are fitted on an exchange basis only. We will not return the replaced parts. We will 


not retum any part that is broken, malfunctioning, badly wom or has been modified. See “Warning — Parts Purchasers”, page 5. 


Av Ruger Accessories should be ordered through a Ruger Distributor. Refer to booklet B1 for a list of Distributors. Refer to booklet B2 for a list of Parts 
Source. For a complete list of Ruger Accessories refer to booklet A1. 


+ Contact the Arizona Product Service Department for information regarding Barrel/Receiver Assembly replacement. Be sure to have the complete 
serial number and model information before calling (520) 778-6555. 
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MARK II 


COMPONENT PARTS AND SUGGESTED RETAIL PRICES 
ORDER THESE PARTS FROM PRESCOTT PLANT 


Part Name 

Grip Frame, Complete 
Grip Frame, Complete 
Grip Frame, Complete 
Grip Frame, Complete 
Grip Frame, Complete 
Grip Frame, Complete 
Grip Frame, Complete 
Grip Panel Screw, 4 Req'd 


Grip Panels, Plastic with Red Medallion, Sold in Pairs 
Grip Panels, Sold in Pairs Only - Checkered Walnut, 
Laminated Thumbrest for Right-Handed Shooters 


Includes Medallion & Screws, Not Illustrated 


Grip Panels, Sold in Pairs Only - Checkered Walnut, 


Laminated Thumbrest for Left-Handed Shooters 
Includes Medallion & Screws, Not Illustrated 
Hammer, Only 
Hammer, Only 
Hammer, Only 


Hammer, Only 


Hammer Assembly, Complete 
Hammer Assembly, Complete 
Hammer Assembly, Complete 


Hammer Assembly, Complete 


Hammer Bushing 

Hammer Bushing 

Hammer Pivot 

Hammer Pivot 

Hammer Pivot 

Hammer Strut 

Hammer Strut 

Hammer Strut Pin 

Hammer Strut Pin 

Magazine, Assembly, Complete, 10-Shot Capacity 
Magazine, Assembly, Complete, 10-Shot Capacity 
Magazine Block Bottom 

Magazine Block Bottom 

Magazine Block Retaining Plunger 
Magazine Follower 

Magazine Follower Button 
Magazine Latch 

Magazine Latch 

Magazine Latch 

Magazine Latch Pin, 2 Reqd. 
Magazine Latch Pin, 2 Reqd. 
Magazine Latch Spring 

Magazine Latch Spring 

Magazine Latch Spring 

Magazine Latch Spring Plunger 
Magazine Shell 

Magazine Shell 


Part No. 
AN54000-101 
AN54000-102 
KA54000-100 
KA54000-101 
KA54000-102 
AP10100-100 
AP10100-150 
A02503 
A00800-150 
LNPT 


LNPT-LH 


A01800 
KA01800 
A01801 


KA01801 


A01800-100 
KA01800-100 
A01801-100 


KA01801-100 


A02505 
KA02505 
A02605 
KA02605 
AP02605 
A01000 
KA01000 
A04900 
KA04900 
M-10 
AP-10 
A01702 
AP01700 
A02800 
A02900 
A02512 
A00501 
KA00501 
AP00501 
A02601 
KA02601 
A03000 
KA03000 
KAP03000 
KE-61 
A04000 
AP04000 


Model 

Mark II Target - Blued Models 

Mark Il Competition, Government - Blued Models 
Mark II Standard - Stainless Models 
Mark II Target - Stainless Models 

Mark Il Competition - Stainless Models 
22/45 Fixed Sight Models 

22/45 Adjustable Sight Models 

All Mark II Models 

All Mark II Models 

All Mark II Models 


All Mark Il Models 


Mark II Standard - Blued Models 

Mark II & 22/45 Standard - Stainless Models 

Mark II Target, Bull Bbl., Competition, Goverment 
& 22/45 Bull bbl. - Blued Models 

Mark II Target, Bull Bbl., Competition, Govemment 
& 22/45 Bull Bbl. - Stainless Models 

Mark II Standard - Blued Models 

Mark II & 22/45 Standard - Stainless Models 

Mark II Target, Bull Bbl., Competition, Govemment 
& 22/45 Bull bbl. - Blued Models 

Mark II Target, Bull Bbl., Competition, Govemment 
& 22/45 Bull Bbl. - Stainless Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

Mark II - Blued Models 

Mark II - Stainless Models 

All 22/45 Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

All Mark II Models 

All 22/45 Models 

All Mark II Models 

All 22/45 Models 

All Mark II & 22/45 Models 

All Mark II & 22/45 Models 

All Mark II & 22/45 Models 

Mark II - Blued Models 

Mark II - Stainless Models 

All 22/45 Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

Mark II - Blued Models 

Mark II - Stainless Models 

All 22/45 Models 

All 22/45 Models 

All Mark II Models 

All 22/45 Models 


ea. .50 
ea 50 


Parts designated by an asterisk must be factory fitted. These parts are fitted on an exchange basis only. We will not return the replaced parts. We 
will not retum any part that is broken, malfunctioning, badly wom or has been modified. See “Warning — Parts Purchasers”, page 5. 


Av Ruger Accessories should be ordered through a Ruger Distributor. Refer to booklet B1 for a list of Distrioutors. Refer to booklet B2 for a list of Parts 


Source. For a complete list of Ruger Accessories refer to booklet A1. 
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MARK II 


COMPONENT PARTS AND SUGGESTED RETAIL PRICES 
ORDER THESE PARTS FROM PRESCOTT PLANT 


Part Name 

Magazine Spring 

Mainspring 

Mainspring Detent Ball 

Mainspring Housing, Only 

Mainspring Housing, Only 

Mainspring Housing, Only 

Mainspring Housing Latch 

Mainspring Housing Latch 

Mainspring Housing Latch 

Mainspring Housing/Latch Assembly, Not Illustrated 
Mainspring Housing/Latch Assembly, Not Illustrated 
Mainspring Housing/Latch Assembly, Not Illustrated 
Mainspring Housing Latch Pin 

Mainspring Housing Latch Pin 

Mainspring Plunger 

Medallion, Black 

Medallion, Red 

Rear Sight, Fixed 

Rear Sight, Adjustable, Complete 


Rear Sight, Adjustable, Complete 
Rear Sight Base 


Rear Sight Base Set Screw 
Rear Sight Blade 


Rear Sight Blade 
Rear Sight Body, Assembly 


Rear Sight Body, Assembly 
Rear Sight Detent Ball, Not Illustrated 


Rear Sight Elevation Screw 

Rear Sight Elevation Spring 

Rear Sight Pivot Pin 

Rear Sight Pivot Pin 

Rear Sight Windage Adjustment Screw 
Rear Sight Windage Spring 


Rebound Spring 

Rebound Spring 

Rebound Spring Support 
Rebound Spring Support 
Recoil Spring Assembly 
Recoil Spring Assembly 
Safety, Assembly, Complete 
Safety, Assembly, Complete 
Safety, Assembly, Complete 


Part No. 
A03301 
KA20100 
A04100 
A00900 
KA00900 
AP00901 
A00700 
KA00700 
AP00700 
A00900-100 
KA00900-100 
AP00901-100 
A02602 
KA02602 
KA02509 
XR05200 
XR05201 
A06000 
A15901-200 


A15901-201 
A06100 


A06200 
MR05901 


MR05904 
A15901-100 


A15901-101 
MR05908 


MR05902 
MRO05906 
MRO05600 
KMRO05600 
E05903 
MR05907 


A20000 
KA20000 
A03900 
KA03900 
AN-57 
KA-57 
AN-53 
KA-53 
AP-53 


Model 

All Mark Il & 22/45 Models 

All Mark II & 22/45 Models 

All Mark Il & 22/45 Models 

Mark II - Blued Models 

Mark Il - Stainless Models 

All 22/45 Models 

Mark Il - Blued Models 

Mark Il - Stainless Models 

All 22/45 Models 

Mark II - Blued Models 

Mark Il - Stainless Models 

All 22/45 Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

All Mark Il & 22/45 Models 

All Mark II Models 

All Mark II Models 

Mark II & 22/45 Standard Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target (10” Bull Barrel Only) 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target (10” Bull Barrel Only) 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target (10” Bull Barrel Only) 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barre! - Blued Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel - Stainless Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II Target, Bull Bbl., Competition, Government 
& 22/45 Bull Barrel Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

Mark II & 22/45 - Blued Models 

Mark II & 22/45 - Stainless Models 

Mark II - Blued Models 

Mark Il - Stainless Models 

All 22/45 Models 


1.00 
3.25 
3.25 


4.75 
3.25 


Parts designated by an asterisk must be factory fitted. These parts are fitted on an exchange basis only. We will not return the replaced parts. We 
will not retum any part that is broken, malfunctioning, badly worn or has been modified. See “Warning — Parts Purchasers”, page 5. 
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MARK II 


COMPONENT PARTS AND SUGGESTED RETAIL PRICES 
ORDER THESE PARTS FROM PRESCOTT PLANT 


Part Name Part No. Model Price 
Safety Detent Plunger A02511 Mark II & 22/45 - Blued Models $ 50 
Safety Detent Plunger KA02511 Mark II & 22/45 - Stainless Models 75 
Safety Detent Spring, Not Illustrated A20200 All Mark II Models 50 
Safety Detent Spring AP20200 All 22/45 Models Scope mount bases and rings 50 
A Scope Mount Base (3.421”), with Screws A07000 Mark II & 22/45 listed will fit all Mark Il and 22/45 21.00 
A Scope Mount Base (4.125”), Extended, with Screws A07001 Mark II & 22/45 pistols. Only the Mark II 22.00 
Scope Mount Base, Filler Screws, 3 Req'd. B-83 Mark II & 22/45 Competition model is drilled and ea. .50 
Scope Base Screws, 3 Req'd. B-89 Mark II & 22/45 tapped at the factory. All other ea. 50 
A Scope Rings, low rings - blued S100RL Mark II & 22/45 models must be drilled and 50.00 
A Scope Rings, low rings - stainless KS100RL Mark II & 22/45 bs aac tied ee 60.00 
A Scope Rings, medium rings - blued S100RM30mm = — Mark II & 22/45n ae 50.00 
A Scope Rings, medium rings - stainless KS100RM30mm — Mark Il & 22/45 : 60.00 
* — Sear A01901 Mark II & 22/45 - Blued Models 9.50 
* — Sear KA01901 Mark II & 22/45 - Stainless Models 9.50 
Sear Pivot Pin A02601 Mark Il - Blued Models 50 
Sear Pivot Pin KA02601 Mark II - Stainless Models 50 
Sear Pivot Pin AP02601 All 22/45 Models 50 
Sear Spring A03100 Mark II - Blued Models 50 
Sear Spring KA03100 Mark Il - Stainless Models 50 
Sear Spring AP03100 All 22/45 Models 50 
Sear Spring Stop Pin A02603 Mark II & 22/45 - Blued Models 50 
Sear Spring Stop Pin KA02603 Mark II & 22/45 - Stainless Models 50 
* Trigger, Black A01250 Mark II & 22/45 Standard - Stainless Models 4.25 
* — Trigger, Silver A01200 Mark II & 22/45 Standard - Blued Models 4.25 
* — Trigger, Black A01251-100 Mark II Target - Stainless Models 6.50 
* — Trigger, Silver A01201-100 Mark II Target - Blued Models 6.50 
Trigger Pivot Pin A03400 Mark II - Blued Models 1.00 
Trigger Pivot Pin KA03400 Mark II - Stainless Models 1.25 
Trigger Pivot Pin AP03400 All 22/45 Models 1.00 
Trigger Pivot Retainer KA04200 All Mark II Models 1.00 
Trigger Pivot Retainer AP04200 All 22/45 Models 15 
Trigger Spring A20400 Mark Il & 22/45 - Blued Models 50 
Trigger Spring KA20400 Mark II & 22/45 - Stainless Models 50 
Trigger Spring Plunger A02508 Mark II & 22/45 - Blued Models 50 
Trigger Spring Plunger KA02508 Mark II & 22/45 - Stainless Models 1.00 
Trigger Stop Screw KA05800 Mark II Target Models 50 


* 


Parts designated by an asterisk must be factory fitted. These parts are fitted on an exchange basis only. We will not return the replaced parts. We 
will not return any part that is broken, malfunctioning, badly wom or has been modified. See “Warning — Parts Purchasers”, below. 


A Ruger Accessories should be ordered through a Ruger Distributor. Refer to booklet B1 for a list of Distributors. Refer to booklet B2 for a list of Parts 
Source. For a complete list of Ruger Accessories refer to booklet A1. 


A WARNING—PARTS PURCHASERS 


It is the purchaser’s responsibility to be absolutely certain that any parts ordered from the factory are correctly fitted 
and installed. Firearms are complicated mechanisms and IMPROPER FITTING OF PARTS MAY RESULT INA 


DANGEROUS MALFUNCTIONING, DAMAGE TO THE FIREARM AND SERIOUS INJURY TO THE SHOOT- 
ER AND OTHER PERSONS. The purchaser and installer of parts must accept full responsibility for the correct 
adjustment and functioning of the firearm after such installation. 


PARTS MUST FIT CORRECTLY 
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RUGER* MARK II 
EXPLODED VIEW 


Note A: The Bolt Stop components in this group are for holding open the bolt and are not functionally 
related to the Bolt Stop Pin (A00100) and Bolt Stop Pin Pivot (A02602). These two later components 
are attached to the Mainspring Housing (A00900). See parts drawing below for relationship of parts. 


A03604 
Front and rear sights $— R07600 
for the Target Models 
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KA05800 


A01201 


Arrow points to the Target 


adjusting screw in Trigger 
Target Trigger 


S$100RL 


§ — aozo00 


WARNING regarding non- 
Ruger Grip Panels. Note: 
The Hammer Pivot 
(A02605) is prevented from 
drifting out of the left side 
of the Grip Frame by con- 
tact with the inner surface 
of the left Grip Panel. 
Therefore, be certain that 
the clearance cut in the left 
Grip Panel is the correct 
depth to maintain the 
Hammer Pivot fully seated 
in the Grip Frame. 
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RUGER® 22/45 
EXPLODED VIEW 


Note B: The Bolt Stop components in this group are for holding open the bolt and are not functionally 
related to the Bolt Stop Pin (A00100) and Bolt Stop Pin Pivot (A02602). These two later components 
are attached to the Mainspring Housing (AP00901). See parts drawing below for relationship of parts. 
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NOTES 


